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CIRCUITS ARE PROPRIETARY IN NATURE AND SHOULD BE TREATED ACCORDINGLY. 
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UNLESS OTHERWISE INDICATED^ 
CAPACITORS ARE IOOV,IO% 
TRANSISTORS ARE 2N4274 
RESISTORS ARE 1/4 W, 5% 
DIODES ARE D664 
C3 a CM ARE MYLAR 
El IS DEC74H40N 
PIN 7 ONIC'S= GND ^ 

PIN 14 0NIC'S=f5V 

R2 a RI3 ARE HELITRIM POT #78PR 
I.OMFD CAPACITORS ARE TANTALUM 
[:2 IS DEC74I3N 


PARTS LIST A-PL-M302-0-0 


U a 


<n 




UJ 






_l L. 


DRN. 


?NG 




i^f^ 


^:^^cj^ 


PROD. 


DATE 


)ATE , 

Wzik\ 


DATE 
^A//t7 


DATE 


TRANSISTOR & DIODE CONVERSION CHART 


DEC 


2N4274 


DEC3639B 


D662 


D664 


EIA 


SAME 


2N3639 


IN64S 


IN3606 


DEC 


EIA 



EQU I PM ENT 
CORPORATION 

MAYNARO, MASSACHUSCTTS 


DEC FORM NO. 
DRB 102 


t 


TITLE 


ONE SHOT DELAY M302 


SIZE 

B 


CODE 

cs 


NUMBER 

M302-0-I 


PRINTED CIRCUIT REV. 


PISTT 


REV. 

L 


^11 I I 11 I 1 


'^t/\n</Wss 


y /Va/a< 


6? 


